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COMMENTS OF SENATOR COOPER ON CHAPTESR_3 






Page 1 

On what basis is it claimed that two shots caused all wounds? 

It seemed to me that Governor Connally's statement negates such 

a conclusion? 

I could not agree with this statement. 

Also what proof "probably missed". 



Page 2 

Paragraph 

The witnesses 

First paragraph - first sentence. 

1. Was there any witness in the "first few cars" or "motorcade" 
who did not have impression that shots came from Deposxtory? \ 



Did anyone testify that tho shots came from R.R. yards or 



overhead? 



Pa^e i2 

Second paragraph 

It is stated that Patrolmsn roster and Itorphy wero instructed to 
keep .. unauthorised" peopli a»sy. Was there any instruction is to delinitioh 
of "unauthorized"? 

Were the employees mentioned - "13" authorized? 

Vlas any effort made to find out who they were? 



Page 13 



First paragraph 

1. Did Bowen testify that none entered the area? 

2 . What did he say about people in the area? 

"traffic tod m beS a U a oJf"^oe5 e nor^^r tSesfqu SEX? 



